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into solution than would be possible by the action of
the alcoholic contents alone.
In connection with the application of glycerine to
the manufacture of liqueurs, there is one precaution
to be observed, that is, that the quantity of glycerine
a,dded to the liqueur should not exceed a certain
measure. The reason for this is the fact that one
cannot enjoy a liqueur which contains a large amount
of glycerine, whereas it is to the interests of manu-
facturers to make the liqueurs in such a manner that
a great deal of them are sold.
We would again call, attention to the prohibition of
the application of glycerine; this refers also to the
manufacture of liqueurs.
GLYCERINE FOR PILLING- GAS METERS.
Gas meters, as is known, are filled with water, but
this method has certain drawbacks, the greatest of
which is that water is being continually carried away
through the gas, and therefore repeated filling with
water is necessary. In order to remedy this draw-
back, in many places glycerine has been substituted
as filling for gas meters and with good results.
Owing to its hygroscopic qualities glycerine not
only gives out no water, but absorbs water from the
gas; as a rule glycerine diluted with 45 per cent
water, absorbs from the gas in the course of the
year 12-15 per cent of water, and then it can also
happen that on cold days the glycerine in the gas
meter may freeze and the working be interrupted for
some days.